
The Commonwealth of Massachusetts 


Executive Office of Health and Human Services 
Department of Public Health 
William A, Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


OEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


04/02/12 


Lisa Fuccione 

Assistant District Attorney, Middlesex County 
Ms. Fuccione, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample 


3. Analysis sheet with chemist's hand notations and test results. 

4. GC/MS analytical data for sample #’s 
If you have any questions about these materials, please call me at the number below. 





Kate Corbett 
Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 


(617) 983-6632 
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To be completed by Submitter 

Description of Items Submitted 


To be completed by Lab Personnel 
Gross Weight Lab Number 



Corbett email PRR 006040 









Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


iweaun oj massacnusens 

Executive Office of Health and Human Sendees 
Department of Public Health 
State Laboratory' Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours Amherst Hours 



City or Department: PjflKc'pvt.-cc,? Police Reference No.: 

Name and Rank of Submitting Officer: __ 

Defendaut(s) Name (last, first, initial): 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 








No, 

CiJy: Wakefield Police Dept. 
Officer: P.O. RICHARD MEEHAN 
Def: 

Amount: 

No. Com: i Conf pb 

Date Rec'd: 03/14/2012 
Gross Wt: 21.73 

/ /r?i 

I I 

Prelim: i [ n >,«* f |/"\ 


Date Analyzed: 


( Y \ Findings: 


31 led!? 


SubsbSUB 

No. Analyzed: 

Net Weight: | o'. 
# Tests: 

t 2. 

toot Kl 


5 


. W 

>C 


City: Wakefield Police Dept. 
Officer: P.O RICHARD MEEHAN 
Def 
Amount: 

No. Cont: 8 Cont: pb 

Date Rec'd: 03/14/2012 

s j j / 

Gross Wt.: 29.63 


Date 


'M 


Analyzed: ^ j )Mj2. 


Prelim:4-V P f/fUiM Findings: 

\ Y'Vy* ^ 


SubsbSUB 

<ry 

No. Analyzed; 5 
' W4%light: j • YYQ Q 
# Tests 

i IU ‘ 

Hi tyoiVi 
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PRELIMINARY TESTS 
Spot Tests 


Cobait 
Thiocyanate i 


Marquis 

Froehde's 


m. 


Microcrystalline Tests 


Gold 

Chloride_ 

TLTAj_ } _ 

OTHER TESTS 





















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \MSDCHEM\1 \ DATA\ S YSTEM9 \ 0 3__15_1 2X822204 . D 
KAC 

15 Mar 2012 15:00 

BLANK 

1 

DRUGS . M 
RTE 



* * * NO INTEGRATED PEAKS*** 


822204.D 


Thu Mar 15 15:12:06 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \MS DCHEM\1\DATA\SY STEMS\0 3_15_12\822205.D 

KAC 

15 Mar 2012 15:16 

HEROIN STD 

5 

DRUGS . M 
RTE 



Time--> 2.00 

r-r-f-r-T- 

3.00 

1 1 f 1 1 

4.00 

~ 1 1 1 1 1 1 1 I r “ 
5.00 6.00 

7.00 

* ) "-I. ■! -1- T.1-1-1- 

8.00 9.00 

1 1 l 1 1 
10.00 

— 1 1 f 1 r* 

11.00 

-. r - T .. T - - T - T ...... ~. T .... 

12.00 i 


Ret . Time 



Area 

Area % 

Ratio % 




7 . 020 



717796 

100.00 

100 . 00 





822205 . D 


Thu Mar 15 


15:27:33 2012 


Page 1 
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Area Percent. / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \MSDCHEM\1\DATA\SYSTEM9\03_15_12\8 2 22 0 5.D 

KAC 

15 Mar 2012 15:16 

HEROIN STD 

5 

DRUGS . M 
RTE 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 10 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1 7.02 C:\Database\SLI.L 

HEROIN 


000561-27-3 96 



822205.D 


Thu Mar 15 15:27:34 2012 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C : \MSDCHEM\1 \DATA\S YSTEM9 \ 03__15__12 \ 822206 . D 
KAC 

15 Mar 2012 15:31 

BLANK 
KAC 
. 1 

DRUGS .M 
RTE 


Abundance TIC: 822206.D\data.ms 



hrime~> 2.00 3.00 4.00 5.00 6,00 7.00 8.00 9.00 10.00 11.00 12.00 








Ret. 

Time 

Area 

Area 

% 

Ratio % 


* * * NO INTEGRATED PEAKS*** 


822206.D Thu Mar 15 15:43:08 2012 


Page 1 
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822207.D Thu Mar 15 15:58:36 2012 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
.Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM9\03_15_12\822208.D 

KAC 

15 Mar 2012 16:02 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


Abundance TiC: 822208. DWata.ms 



Time-> 2.00 

r _ r _ r _ r _ 1 _ 

3.00 

- t —r- T ~T r 

4,00 

5.00 6.00 

1 * ! 1 1 
7.00 

r—r-j—T—i 

8.00 

-'T-r-f-T-T-T 

9.00 

1 ! ' ' 
10.00 

iiiflfSB 



Ret. Time 



Area 

Area 

% 

Ratio 

% 




***NO INTEGRATED PEAKS*** 


822208 .D 


Thu Mar 15 16:14:02 2012 


Page 1 
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Information 
File Name 
Operator 
Date Acquir 
Sample Name 
Submitted b 
Vial Number 
Acquisition 
Inteorator 







Information f 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

C : \MSDCHEM\1\DAT. 
KAC 

15 Mar 2012 16: 



KAC 


9 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SL 

C:\Database\NI 
C: \Database!PM ! 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\DATA\SYSTEM9\03_15_12\822210.D 
KAC 

15 Mar 2012 16:33 


10 

DRUGS.M 
RTS 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality 
Minimum Quality 


PK# RT 


Library/ID 


CAS# 


1 7.03 C:\Database\SLI.L 

HEROIN 


000561-27-3 


Abundance 


Average of 6.971 to 7.191 min.: 822210.D\data.ms {-) 


204 216 


ii .t.l k. IM I 


128 j 174 

k, lUJuLLi ? 5 .T 2 * »» 


284 

I 298 j , 340 352 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320_340 360 


Abundance 


#1: HEROIN 


I cm 115 146 

70 i 94 | I 162 . 

5 , 9 I I 128 I I 


ikStiL jJlii Uimlk v ^ t vnl- .'i»! l./ii 


238 253 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


822210.D 


Thu Mar 15 16:45:06 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\DATA\SYSTEM9\0 3_15__12\82 2211.D 

Operator : KAC 

Date Acquired : 15 Mar 2012 16:49 

Sample Name 

Submitted by 

Vial Number : 11 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 



Ret. Time Area Area % Ratio % 









1 


7,02 


C:\Database\SLI.L 
HEROIN 


000561-27-3 


99 



822211.D Thu Mar 15 17:00:34 2012 Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name | 

Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM9\03 
KAC 


15 12X822212.D 


KAC 

12 

DRUGS.M 
RTE 


2011 


.7 : 04 



Ret. Time 


Area Area % Ratio % 


7.025 


2492347 100.00 100.00 


822212.D 


Thu Mar 15 


17:16:06 2012 


Page 1 
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Area Percent / Library Search Report 









Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\ 1 \DATA\SYSTEMS \0315 _12\822213.D 

KAC 

15 Mar 2012 17:20 

BLANK 
KAC 
1 

DRUGS.M 
RTE 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


822213.D 


Thu Mar 15 17:31:32 2012 


Page 1 
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Information from Data File: 



7.030 


2967189 


100.00 


100,00 


822214 . D 


Thu Mar 15 17:47:00 2012 


Page 
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Information 
File Name 
Operator 
Date Acquir 
Sample Name 
Submitted b 
Vial Number 
Acquisition 
Inteorator 


AC 

14 

RUGS . M 
TE 


C:\Datafoase\ 
C:\Database\ 
C:\Database\ 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM9\03 
KAC 

5 i 

KAC 

15 

DRUGS.M 
RTE 


15 12\822215 . D 





■iiai 

BlliIiWl 

UUUJ 

herom 





mm 



Ret. 

Time 



Area 

Area % 

Ra tio % 




7.025 



2244317 

100.00 

100.00 





82 2215 . D 


Thu Mar 15 18:02:32 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\DATA\SYSTEM9\03_15_12\822215.D 

Operator : KAC 

Date Acquired : 1 

Sample Name ; BSSHSlHfiSBHBSi 

Submitted by : KAC 

Vial Number : 15 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 7.03 C:\Database\SL2.L 

HEROIN 000561-27-3 99 


Minimum Quality: 80 
Minimum Quality: 10 



822215.D Thu Mar 15 18:02:33 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\DATA\SYSTEM9\03_15_12\822216.D 

Operator : KAC 

Date Acquired : 15 Mar 2012 18: 06 

Sample Name ; 

Submitted by : KAC 

Vial Number : 16 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 



822216.D Thu Mar 15 18:18:03 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\DATA\SYSTEM9\03_15__12\822216. 

Operator : KAC 

Date Acquired : 6 

Sample Name : 

Submitted by : KAC 

Vial Number : 16 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 












Ret. Time 


Area 


Area % 


Ratio % 


7.046 


7296253 100.00 100.00 


822217 . D 


Thu Mar 15 18:33:33 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \MSDCHEM\ 1 \DATA\SYSTEM9 \03__15__12 \822217 . D 
KAC 

15 Mar 2012 1 8:22 

17 

DRUGS. M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 10 

PK# 

RT Library/ID 

CAS# 

Qual 


1 7.05 C:\Database\SLI.L 

HEROIN 


000561-27-3 99 




822217.D 


Thu Mar 15 


18:33:34 


2012 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \MSDCHEM\1\DATA\SYSTEM9\03_15_12\822218.D 
KAO 

15 Mar 2012 18:37 

BLANK 
KAC 
1 

DRUGS . M 
RTE 



Time -> 2,00 

p * 1 » 1 
3.00 

-T-r-j-T-T- 

4.00 

-r-r-J-r— t— r-r-j—r-r 

5.00 6.00 

1 1 ! •, 1 
7.00 

f , | 

8.00 

i t y— t— i-1 

9.00 

f t 1 r - 

10.00 

vryrr 

11.00 

1 1 * 1 1 1 

12.00 


Ret. Time 



Area 

Area 

% 

Ratio 

% 




* * * NO INTEGRATED PEAKS*** 


822218.D Thu Mar 15 18:49:01 2012 


Page 1 


Corbett email PRR 006069 





Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEMS\03_15_12\822219.D 
KAC 

15 Mar 2012 18:53 

BLANK 

1 

DRUGS .M 
RTE 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


822219.D Thu Mar 15 19:04:33 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \MSDCHEM\ 1 \ DATA\ SYSTEM 9 \ 03_1 5__12 \ 82222 0 . D 
KAC 

15 Mar 2012 19:08 

HEROIN STD 

5 

DRUGS.M 
RTE 


Abundance 

500000 

400000 

300000 

200000 

100000 


V T T .' 

!Time-> 2,00 

1 1 1 I 1 

3.00 

” 1 1 1 1 T" 

4.00 

-TT- qr-r-T-n-f i- 

5.00 6.00 

7.00 

1 1 1 1 > ■ 1 < ■ 
8.00 9.00 

10.00 

-r-T—r-r-T" 
11.00 

r "T 1 1 1 1 

12.00 


Ret, Time 



Area 

Area % 

Ratio % 




7.020 



841581 

100.00 

100.00 





TiC: 822220.D\data.ms 
7.620 


822220.D 


Thu Mar 15 19:20:01 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\DATA\SYSTEM9\03 15 12\822220.D 

Operator : KAC ~ 

Date Acquired : 15 Mar 2012 19:08 

Sample Name : HEROIN STD 

Submitted by : 

Vial Number : 5 

AcquisltionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08 . L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 10 


PK# RT 


Library/ID 


CAS# 


Qual 


1 7,02 C:\Database\SLI.L 

HEROIN 


000561-27-3 99 



822220.D Thu Mar 15 19:20:01 2012 Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name r 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM9\03 15 12X822221 D 
KAC “ _ 

15 Mar 2012 19:24 

BLANK 

2 

DRUGS . M 
RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS* * * 


822221.D 


Thu Mar 15 19:35:31 2012 


Page 1 


Corbett email PRR 006073 






